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ISTANBUL FOR RSO, ATHENS FOR OIC/TSO, FRANKFURT FOR OIC/RTC 
E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTOR 
REF: ISTANBUL 443; ATHENS 860 

1 . A/SY/T IS FORWARDING COMPLETE SET OF PLUG-IN CIRCUIT 
BOARDS, LESS FIVE VOLT POWER SUPPLY, TO ISTANBUL. RSO IS- 
TANBUL MAY INSTALL NEW CIRCUIT BOARDS, ONE AT A TIME. 

POWER SWITCH SHOULD BE TURNED OFF WHILE REMOVING AND IN 
STALLING CIRCUIT BOARDS. RSO SHOULD NOTE CHANGES IN METER 
READING AND ALL LAMPS WHEN EACH NEW BOARD IS INSTALLED. 

2. INTERCONNECT DIAGRAM IS BEING SENT IMMEDIATELY TO ATHENS 
TSO. NO SCHEMATICS OR THEORY OF OPERATION IS AVAILABLE. 

3. ALL CIRCUIT BOARDS ARE LABELED WITH ENGLISH SPELLING OF 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 024077 

GREEK LETTERS. NOTE THAT WHILE TWO BOARDS ARE LABELED 
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THETA, ONE BOARD HAS LAMPS ON IT. THIS BOARD GOES INTO 
SLOT ADJACENT TO INDICATOR PANEL. ALSO NOTE NUMBER FOL- 
LOWING "PETA" LABEL ON POWER SUPPLY BOARDS. SEE DIAGRAM IN 
INSTRUCTION MANUAL FOR PROPER BOARD LOCATION. 

4. REGISTRY NUMBER FOR CIRCUIT BOARDS IS 30761 11. KISSINGER 
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